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TABLE C-6C:  DISPLAY OF REAP PROJECT DATA (ELECTRIC PLANT)

Start Year
Prolect Number   for Construction'

Site
City*

Prolect Descriptor

1975

38

UPA-CPA Coal Creek
Electric Gen. Plant
and Assoc. Mine
Phase 1


	
	Acres of
	
	

Years of
	
	Farmland
	
	

Construction
	Acres
	Taken for
	
	

Before   Acres of
	Mined
	Urban Use
	Tons
	

Operation  Farmland
	Per
	Per
	Mined      KWH
	SNG  Mine

Begins     Los t
	Year
	In-Migrant
	Per Year    Sold
	Sold Value

2,986

206.5      0.563

2,800,000    3,250,000,000    0    $4,737,600


	Final
	Demand Vectors
	
Project
	
	($000 000)
	

Year
	Economic Sector:       4
	8
	12

1
	4.24
	0.28
	2.94

2
	12.73
	0.85
	9.15

3
	16.37
	1.09
	17.20

4
	16.98
	1.13
	25.85

5
	9.70
	1.82
	19.36

6
	0.61
	1.21
	5.09

7
	0
	2.34
	5.84

8-25
	0
	2.34
	5.84

Direct Labor  (Man-Years)

Project Year:
	1
	2
	3
	4
	5
	6
	7
	8-25

Construction  (or Temporary):
	225
	720
	1,500
	2,250
	1,500
	50
	0
	0

Operation  (or Permanent):
	35
	110
	190
	290
	393
	448
	485
	485

'Specified by user,on F  -  Wholesale  and Retail
